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SPECIAL FEATURES 


These instructions descrive the repalr 


procedures 


RQV..P..K and 
RAV. ALK, 


TEST SPECIFICATIONS 


Sliding-block dimension: 34,8, 


for the governor of the series 


136.2 inn 


Coupling-bolt longitudinal play: 0.5...1,5 mm 


Preset dimension between 
flyweight threaded pin 
and rouns nut 


Clearances of plate cam 


1.0 mn 


to sealing surface of 

governor! cover {measured 

with seal) | 24.4,.,24.6 mm 

[002 ee TS EI 


TIGHTENING TORQUES 

1 = Fillister-head screw 
Torx screw 

2 = Qval—head screw 


3 = Fillister~head screw 
Capstan screw 


4 = Control~lever clamping screw 
§ = Hexagon screw 

Filiister—head screw 

Capstan screw 
6 = Spring-chamber screw plug 


7 = Hexagon screw 


1.40 Nm 
1120 Na 


1 = Fillister~head screw 
Capstan screw 

2 = Hexagon nut 

3 = Hexagon screw 


5 - 7 Nm 


6 - 8 Nm 
18 ~ 20 Nm 


420/449 


1 = Hexagon screw 6 ~ 8 Nm P pumps, 7100 Series 
2 = Hexagon nut 6 ~ 8 Nm 
3 = Round nut 1 = Flat-head screw (Terx screw) 6...8 Nm 
Grdve hub with Lubr., spiral 50 ~ 60 Nm 2 = Torx screw 8.,,10 Nm 
Didve hub without lubr. spiral 65 ~ 75 Nm 
Note: The Torx screws used here are 
micro~encapsulated and must always 
be replaced, 
| ACS T an | |"A06 TO ED | 
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Destanation Part number Application 
Puller: KDEP 2886 Loosening flyweight 


assembly from 


een eR ROEM Ms. tet aoa 
Biade-type Loosening round nuts 
socket wrench of Flyweight 


Clamping device 


Panoving and 
installing governor 
fe ee By Bear M tke, 
Depth gauge 

Caliper gauge 
Straightedge 


Sara 
available 


Testing and 
adjusting Seal 


Measuring tool | 1 ‘ae 


Locking sleeves | KDEP 1586 Testing aT 
420/ 0034-1 adjusting free olay 
of flywedghts 
Arrow = Hexagon screw 6-8 Am Pin wrench KDEP 2989 Adjusting governor 


Pressing governor 
setting~shaft 
bearing in and out * 


Push-in/push— 


“KDEP 1684 
out drift punch 


Taper reamer 
3 HSS, 1:100 


Reaming bores of 
control—lever shaft 


Commer cially 
available 


Locating the 


Commercially 
swivelling lever 


available 
KDEP 1545 
KDEP 1630 ey 


Drift punch 
(5 mm) 


Clamping device oe 
eer pump 


Shim ring drive 


Locking device _ KDEP 1077 


Fixing start-of- 
delivery sensor 


Desianation _jApplication [Part number 
Sealant and 

adhesive 

Loctite Commercially 


Soest Lae ie cae eee ten Talk s D(a 
Special gear §0 g tube 5 700 052 005 
grease Ft v 27 4250 g tube § 700 052 025 


Hylomar sealant |25 g tube 15 927 360 002. 
VS 9844-KK 


Seating paint” 1309 tube 
yellow 
KK 26 V 9 iz 
For production reasons: 
continued on the following 
coordinate. 
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EXPLODED ILLUSTRATION 


Generar 


* 


«= 


* 


= 


% 


Awage renew worn or damaged SONPOn ENTS as well as 
sealing elements, 


Injecton-pumo components which are to be stored for 
a lengthy pertlod are to be cevered and protected against 
rust, 


Leak test on governor compartment: 

In order to avoid the possibility of skin irritation on 
immérsion in test bath, grease hands beforehand with 
protective cream and wash with soap ang water after 
completing test. 


Cleaning of parts: 

Wash out parts in commercially available cleaning 
agerit, such as chlorothene NU, which is not readily 
flanmable, 

Then blow out with compressed air, 


Safety precautions to be observed nen handling 
combustible liquids: 


In West Germany: 

Ordér Governing Work with Combustible Liquids (Vbf) as 
issded by the Federal Labor Ministry: (BmA), 

Safety regulations for the handling af chlorinated 
hydrocarbons 

~ for companies ZH 1/222 

~ for employees ZH 1/129 

as issued by the Hauptverband flr Gewerbliche Berufsge— 
nossenschaften (Zentralverband flr Unfallschutz una 
Arbedtsmedizih) , Langwartweg 103, D 5300 Bonn 5. ° 


The abcianaediie local regulations are to be needed in 
ecarer tee anes than West Germany, 


For production reasons: 


continued on the following 


coordinute, 
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REGLER ZERLEGEN 


Voraussetzung: 

Einspritzpumpe je nach Baureihe und 
Befestigungsart aufspannen (zugehtrige 
Pumpen-Instandsetzungsanleitung beachten). 


Gegebenenfalls angebaute Antriebsteile 
(Lamelienkupplung, Zahnrad oder Spritzver— 
steller) mit entsprechenden KDEP— oder 
geeigneten handelsUblichen Werkzeugen ent- 
fernen, 


Antriebskupplung je nach Konus—Durchmesser 
der Nockenwelle aufstecken und festziehen. 


420/451 


Schraupen entfernen, Deckel abnehmen (Bild a, 
Pfeilej, 


Schrauben entfernen, LDA und Deckel abnehmen 
(Bild b, Pfeile). 


DISMANTLING THE GOVERNOR 


Prerequisite: ; 

Clamp the injection pump as appropriate 

for the series and method of mounting 

(observe the relevant pump repair instructions) 


If necessary, remove any built-on drive 
components (multi~plate cluich, toothed 

gear or timing device) using the appropriate 
KDEP or suitable commercially-available tools, 


Positiun and tiprten the driving coupling, selecting 
the correct coupling in accordance with the taper diameter 
of the camshaft. 


Remove screws, remove cover (illustration a, 
orrows), 


Remove screws, remove manifold-pressure compensator 
(dllustration:b, arrows)|, 


ie. r 


P pumps of the 7100 series, 
Remove screws, remove manifold-pressure 
compensator and cover (illustration, arrows). 


Remove full—load stop (illustration a, 
arrow). | 


P pumps of the 7100 series, 


Remove full—load stop (illustration b, arrow). . 
| 


1s Oval-head screws 
Unscrew oval~head screws (4). 


Unscrew fastening screws of governor cover 
(illustration, drrows). 

If eat separate governor cover 

from governor housing by carefully RAE OKANG 


it using q rubber hammer, 


420/456 
420 / 454 i 


1 
2 


it 


Straight pin 
Drift punch (5 mm diameter ) 


Push out the straight pin from the governor 
cover'by hand using a drift punch, 


\ EN / 
Ne 
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420/ 0068-1 


41 = Guide block 
2 = Fulcrum lever 


Position ou lever vertical and pull guide 
block out of fulcrum lever upwards. 


420/457 


piit pin 
lain washer 


Pwonmr 
i 
NUDVH 


= Strap | 

= Swivelling lever 

Remove split pin (1) from axle of drive 
hub, remove plain: washer (2) 

Push axle out of the strap (3) and 
remove link’ fork. ! 


420/458 


1 = Coupling bolt 1 = Tab washer 
2 = Bearing pin 2 = Guide bushing 
I | 
Bend up tab washer (arrow) at coupling bolt Bend up tab washer and unscrew fastening 
and unscrew hexagon nuts. screws of guide bushing, 
\ | i 
Pull coupling bolt upwards out of flyweight Remove guide bushing. 


assembly and then pull bearing pin cut of 
the guide bushing, 
| 


igre. 


Loosen round nut of the flyweight assembly Loosen flyweight assembly from camshaft 
using socket wrench KDEP 2988 and unscrew, using puller KDEP 2886, 


Unscrew puller and remove shim for adjustment 
of the longitudinal play of the flyweight 


assembly, 
SAE AIRS BX | ELEY ae a Ae RC ETSI T= 


Unscrew round nut from threaded pin of 
flyweight assembly using pin wrench 
KDEP 2989. 


420/0043~1 


420/0044~1 


1 = Flyweight assembly 4/5 Max.-speed control springs 
2 = Inner spring seat 6 = Idle spring 
3 = Shims 7 = Outer spring 

(if present) seat I 


Remove spring seat, governor springs and 
shims ‘from the flyweight assemblies. 


420 /0045~1 


1 = eee Uk assembly §/6 Max.-speed control springs 
2 = Inner spring seat 7 = Idle spring 

3 = Aux, max.~spd.con,spr. 8 = Outer spring 

Ais Spring retainer: seat 


With o flyweight assembly with auxiliary 
maximum “speed control spring, remove the 
components illustrated from the RERgeHaNES: 


Note: 

This flyweight assembly can be distinguished 

from the normal RQV',.K version’ due to the 

fact that the pretension of the spring ds igreater. 


420 /0096 


TESTING THE COMPONENT PARTS 


Wash out all the component parts ENOUGH) 
making sure that they are clean. 
Replace any worn or damaged parts, 


Replace all flat flange gaskets, radial- 
lip~type oll seals, rubber buffers and 
tab washers, 


Test the flyweight assembly 


Replace flywelght assembly if any of the 
forms of damage listed below are presage) 
~abraded flyweight bases 
(illustration a, arrow) 
~deformed prism (illustration b, arrow) 
~loose retaining pin (can be dpsbiaced 
axially) 
-wear at bell cranks 
—bent threaded pin. 


420/ 0047-1 


420 /0046~1 
In order to avoid renewed aprasion, a hardened For determining the respective idle stage, insert the 
disk 2 420 101 927 may be inserted in the old spring seat into the two flyweight assemblies 
flywedght base as a remedial measure with a and fix with! locking sleeves KDEP 1584. : 
new flywedight assembly. 
In order to prevent the idle stage from being Position the drive end of the flywedght assembly 
reduced by the thickness of the disk inserted, it 1s so that it makes fldt, even contact. 
necessary to use an inner spring seat (illustration) | 
that is shorter by the corresponding amount, Insert coupling bolt as a temporary measure, 
Idle stage 2 mn, the spring seats Press the flyweight assemblies together 
2 420 328 033 .., 035; idle stage 3,5 mm, (illustration, arrows) 


the spring seat 2 420 328 036, 

The thickness of the new spring seat is 
determined from the thickness of the old spring 
seat minus the dimension of the hardened disk. 


420/0049-1 


420/0048-1 
{ 


Measyre the clearance between the coupling 1 = Template 

bolt and contact surface using a caliper gauge 2 = Pilot 

and note down the result (illustration a). 

Afterwards, pull the flyweight cissemblies Check template (plate cam) and pilot 
apart up to the stop of the spring seat ' : | 
(dllustration b, arrows), Check the freedom of movement and 
Press on the coupling bolt and once again precision of fit of the pilot in the 
measure the clearance between coupling bolt template, and‘also check! for scoring, 
and coupling surface (illustration b). pressure marks and wear, 

The difference between the two dimensions i 

gives the idle stage of 2 or 3.5 mm. In the case of wear or damage, replace 


Unscrew the locking sleeves and remove the linkage lever ‘and (or) template. 
spring seat from the flyweight assemblies. : ] 
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420/ 0098 

Test governor springs Check governor cover and housing 
| | ‘ 

Governor springs which are corroded or ‘ Carry out the following visual examinations: 
whose surface is damaged must be exchanged ~Thread on stay bolt and inserts | 
due to the risk of fracture, —Canshaft; seating in governor housing for 
The drea of the 1st winding contact surface cracks (illustration b, arrow) 
must be checked (arrows), ~Evenness: of sealing surfaces, 
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420/0002~1 


REPAIRING THE GOVERNOR For assessing the longitudinal play of the 
: ; flyweight assembly, push the drive hub 
Lever out the drive hub of the flyweight assembly (illus. on to the taper of the camshaft. 
| 


a, arrow) in an even, regular manner using a screwdriver. 
Insert the shim available (illustration b, 
Remove rubber buffer (illustration b). arrow), 
| 
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420 / 464 


Regelgruppe ohne Gummipuffer einsetzen 


Rundmutter aufschrauben und Regelgruppe mit 
Steckschlissel KDEP 2988 und dem vorge— 
schriebenen Drehmoment anziehen. 


Anzugsmomente: 
Mitnehmer mit Schmierwendel 50,..6C Nm 
Mitnehmer ohne Schmierwendel 65...75 Nm 


420/465 


Bei richtig eingestelltem Langsspiel mu8 die 


Regelgruppe radial leichtgingig und ohne 
zu klemmen leicht drehbar sein, axial darf 
kein merkliches Spiel auftreten, 


La8t sich dagegen die Regelgruppe zu schwer 
oder zu leicht drehen, dann durch wechseln 
der Ausgleichscheibe (Bild, Pfeil) Lungs— 
spiel korrigieren. 


Hinweis: 

Damit bei der Beurteilung des Léngsspiels 
die Fliehgewichte nicht om Reglergehduse 
schleifen, Kuppelbolzen behelfsmdéBig in die 
Regelgruppe einsetzen,. 


420/464 


Insert flyweight assembly without rubber buffer 
\ | ' ' 


Screw on round nut and tighten flyweight 
assembly with socket wrench KDEP 2988 
to the specified torque. 


Tightening torques: 
Drive hub with lubrication spiral §60..,60 Nm 
Drive hub without lubr. spiral 6§..,78 Noa 


620/465 


If the longitudinal play is set correctly, the flyweight 
assembly must have freedom of ‘movement in the radial 
dir. and must be able to be turned easily without jamming, 
whereas there must be no noticeable play: in the axial dir. 


If, however, the flyweight assembly cannot be turned 
easily or can be turned too easily, then! correct 
the longitudinal play by exchanging the shim 
iilustration, arrow). 


Note: 
In' order to ensure that the flyweights do not rub 
on the governor housing while assessing the | 
longitudinal play, insert coupling bolt into the 
flyweight assembly as a temporary measure. 

1 | | 


420/466 


After setting the longitudinal play, remove 
the flyweight assembly once again, 


If the drive hub ds seized, loosen from 
camshaft using puller KDEP 2886. 


sear ane mcare anecrmtg tn pe hn SE IAA INNES TIAA RE = NOOO ONTO OTE 


Insert new, lightly oiled rubber buffer into 
the flyweight assembly and then press in the 
drive hub (arrow). 


420/0007-3 


420/ 0044-1 


1 = Regelgruppe 4/5 = Endregelfeder 
2 = Innerer Federtelier 6 = Leerlauffeder 
3 = Ausgleichscheiben 7 = AUBerer Feder-— 


Federteller, Regelfedern und Ausgleich-— 
schelben nach Reihenfolge Bild Pos, 2-7 
in Fliehgewichtstelile einsetzen. 


(sofern vorhanden) teller 


420 /0045~-1 


1 = Regelgruppe 5/6 = Endregelfeder 
2 = Innerer Federteller 7 = Leerlauffeder 
3 = Zusatzendregelfeder 8 = GuBerer Feder— 
4 = Federkapsel teller 


Regelgruppe mit Zusatzendregelfeder 


Federteller/Kapsei und Regelfedern nach 
Reihenfoige Bild Pos. 2.,.8 in Fidlengewichts- 
telle einsetzen, 
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420/ 0044-1 
1 = Flyweight assembly 4/5 = Max.~speed control spring 
2 = Inner spring seat 6 = Idle spring 
3 = Shims 7 = Outer spring 
(if present) seat 


Insert spring seat, gevernor springs and 
shims into flyweight assemblies following 
the sequence in the illustration, items 2-7. 


a aumne ran aet immtentte4 EAA soHt ne eR RTT AERATED SED 


420 /0045-1 


1 = Flyweight assembly 5/5 = Max.—speed control spring 
2 = Inner spring seat | 7 = Idle spring . 

3 = Aux.max.-spd.ctri.spr, 8 = Outer’ spring 

4 = Spring retainer oe seat 


Flyweight assembly with aux, maximum-speed control spring 


Insert spring seat/retainer and governor springs into 
Flyweight assembites in accorddnce with sequence in the 
illustration, items,2-8, 
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Screw round nut onto threaded pin of fayeengn 
assembly using pin wrench KDEP 2989 
(illustration ae 


When doing this, set a projection of 1 mm between 
threaded pin and round nut Citlystration b). 


Observe the note on the ei page with regard to the 
upper spring seat and round'‘nut, 


| ae KDEP 2989 
420/ 0050-1 
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Spring seat 1 420 520 002 2 420 520 001 
Spring seat 1 420 §20 003 2 420 520 002 
Round nut 1 423 345 oan 2 423 345 005 


For limiting play and ae enable more accurate 
adjustment, the upper spring seat cnd the round 
nut have been provided with RaOUEAY stepped 
notches. 


Old and new versions muse not be installed 
together. | | 


Only ever install the one or the other version 
of the spring seat and iround nut. 
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420/005 541 


lee the clearance dimension of the FeMTORe 
(plate cam) and adjust, Za] 
| 
Turn the control lever on the setting shaft 
$0 that the! maximum-speed stop does not make contact. 


cae control lever toward full load until the pilot 
of the linkage lever makes contact at the end 
of the cam path (arrow). 

| | 


an 
420/0052~1 


Positioning new seal and rule. 


Using a depth gauge, measure from the 

rule to the pilot. 

The clearance is then the dimension measured 
minus the thickness of the rule plus 3 mm 
(half the diameter of the pilot)' 


Specification: 24,4.,.24,6 mm 


nnn annieenna ntti irnanenn npn mtr erent rerteaer ttn neater ct tt ETS RT A A NN A 


420/ 0053-1 
= Template (plate cam) 
[f the clearance dimension is outside the 


specified tolerance, unscrew hexagon screw 
(illustration a). 
Remove template and adjust clearance by 
axchanging the intermediate plate 
(dilustration b). 

Position template and tighten nexagon 
screw to 6 - 8 Nm, 


| 
| 
| 
| 
‘i = Hexagon screw 3 = Intermediate plate 
227 


Repeat measurement. 


420/ 0019-1 


Carry out the procedures below only if the 
following conditions prevail: 
-bushings of the control—lever shaft are worn 
—control—lever shaft is worn or seized 
~guide block, plate cam and linkage lever 

are damaged, 


Note: 
Always replace the radial seal of the control- 
lever shaft (arrow), 


sasegnenere Scout ct A A A Ee 


ata main amuiinetin Annet AL cRNA LNAI MRA HL RLS RE A OE EC AEN, NE ARR RE EE ES AS TOE I CTL CA nt 


420/ 0054~1 


Position the linkage lever so that the 
deflection side of the taper pins points upward. 
| 


Drive out the taper pins (as can be seen in 
dliustration), 

Remove template (plate cam). 

Pull setting shaft out of governor cover. 
Remove control Lever, ii 


Scie RR ae neran ec 


Remove radial—lip—type o11 seals 
(illustration a, arrow), 

Press out bushings using drift punch 
KDEP 1584 (illustration, b). 

While pressing out each bushing cushion 
governor cover at the opposite end, 
Press in new bushings likewise using 
drift punch KDEP 1584. 

Insert radial~lip-type oil seals. 


4 
: 
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Guide setting shaft on one side into governor 
cover. 

Push on linkage lever with intermediate 

plate and then push through setting shaft 
fully. | ( 

Connect linkage lever with setting shaft by 
driving in the taper pins. | 

Check the setting shaft for freedom of movement. 
Insert template and tighten fastendng screw 
to & ~ & Nm, | _ 

Mount control lever. 


Note: 
With a new setting shaft, ream the locating 
bores using a taper reamer (see illustration). 


420/0055-1 


els hee et Se eee et ee AC Canon 


ASSEMBLING THE GOVERNOR 


For the following procedures, use only component 
parts which are clean and neither worn nor damaged, 
Replace flat flange gaskets :and tab washers, 


Push flyweight assembly onto camshaft taper. 
Insert the correct longitudinal-play shim as 
determined (illustration a, arrow) 

Screw on round nut andi tighten flyweight 
assembly to the specified torque using 
socket wrench KDEP 2988 (illustration b), 


Tightening torques: 
Drive hub with lubrication spiral: 50 ~- 60 Nm 
Drive hub without lubrication spiral: 65 ~ 75 Nm 


| After tightening, check the Flyweight assembly 

for freedom of movement, To do this, lock) the 
flyweights with o screwdriver and turn the camshaft. 
If the camshafts cannot be turned, repeat 
adjustment of the longitudinal Play of ie 
flywetght assembly. 


1 = Shim ng KDEP 1630 
2= SPER Eng! half 


P-—pumps , 7200 series 
Cut a slot ‘inte the head of the shear—head 
screws (arrows) an screw out with screwdriver. 
BEnONe arp racemenst flange. 
Clamp injection pump on to test bench in o manner 
appropriate to the method of mounting the pump 
apa tas test instructions pertaining to pump). 


Position xoupeing half (2) with siipped-on shim 
ring (1) on shaft butt end of injection pump 
and Sighten: i 


Move pump to prestroke, if applicable pay attention 
to angle shift (start~-of—delivery mark). : 
Settings are to be taken from the respective test 
specification sheet. 


irk ee aeons CS | rr S| 
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420/575 
1 = Clamping device KDEP 1545 41 = Round nut 
2 = Shim ring KDEP 1630 
. Press clamping device on to shoulder of shim ring. 
Position KDEP 1545 so that the support bolt points Tighten screws (illustration a, arrows) on’ KDEP 1545 
dn the direction of rotation of the pute and is and thus lock pump drive. . 
supported on the test-bench bed (arrow), Les : 
Slightly tighten screws by hand (tool must be Push flyweight assembly on to shaft butt end and 
able to be turned slightly on the ring). position pointer of drive hub in center of housing 
opening (illustration b). 
Slightly tighten round nut (1) by hand. 
: Se Te | ees eee een nn ec 
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420/573 420/576 


= Displacement flange 1 = Displacement flange 
i 2 


= Pointer locater or locking device KDEP 1077 


Loosen shear—head screws. 

Position displacement flange (illustration a, item 1) 
Siightly tighten shear~head screws (caution! Do not on governor housing centrally in slot (arrow), 

shear off screw head) « 


housing. 


Slightly onsen shear- ene screws . (llustration b, 
Dimension X = 15.6 +/- 0,5 mm arrows), 
Caution! Do not shear off screw heads, 
Measure setting (X) (etiustcation b). 
The setting (X) 1s corrected by replacing the Insert pointer locator or locking device KDEP 1077 (2) 
displacement flange (the displacement flanges have into displacement el at | 
different ey eeanenee)s 
Note: 
Use is to be made of the lucking device KDEP 1077 if 
there is no penueen locator, 


| 
| 
Mount displacement flange (1) on governor . | 
{ 
j 
| 


620/472 


4 = Union nut Check setting of start-of-delivery sensor, pay attention 
. to angle shift (start-of-delivery mark) if necessary, 

Locate pointer locator with union nut in ; 

shoulder of the displacement+flange opening, 

Oy AS Loosen shear-head screws, insert pointer locator in 

Tighten round nut to pre-tightening torque displacement flange and fix with union nut or use locking 


M = 10 Nm, device KDEP 1077, |. 
Twist off union nut (1), remove pointer Tighten shear-head screws (screw head must be turned off), 
1 | 


Unscrew union nut, remove pointer locator and insert 
Tighten round nut to 65,.75 Nm, again turned through 180° (arrow) or unscrew locking 
. | device KDEP 1077, Tighten union nut (use new seal ring) 
to tightening torque M = 50 +10 Nn. 
| . 


Remove clamping device KDEP 1545 and coupling half; 
remove KDEP a0 


Locator, 
| 
| 


420 / 475 


assembly. 
Tighten fastening screws to 6 — 8 Nm and make Insert bearing pin into guide bushing, 
sure that the 


y do not ‘pecome loose by Push coupling bolt through belli crank and 
beading the tab washers. a 


bearing pin, 

Adjust sliding—block dimension with measuring 

tool 1 682 329 038, Wnen the setting is correct, the 
measuring tool must engage in the sliding~biock guide 
of the beoring pin: (illustration a, arrow). 


For adjusting, pull coupling bolt and bearing pin 
out of flyweight assembly. 

Set the sliding-block dimension by turning 

the adjusting screw (illustration 6, arrow). 


420/ 474 
Insert guide bushing (arrow) into flywelght Adjusting the sliding-block dimension 
| . 1 

| 

| 

| Oi. ee ee ee | SOQ ica pe wee ee | 
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420 / 476 


For determining the sliding-block dimension without 
measuring tool, position straightedge along the governor 
housing and measure the clearance between ithe sliding 
plock and straightedge with a depth gauge (illustration). 
The sliding-block dimension 1s then the dimension 
measured plus the thickness of straightedge minus half 
the sliding—block thickness. . 


Specification: 34.9 ~ 35,1 mm (without seal) 
Mount bearing pin and coupling bolt. | 


Test adjustment und repeat adjustment 
procedure if necessary. 


E67 acc UE Sea OV be 


420/477 


Position/screw on plain washer, hexagon nut, 
locking washer and lock nut in specified 
sequence. . 
Adjust longitudinal play of coupling bolt to 
0,5 ~ 1,5 fim (do not push outer bell crank 
outward when doing this). 

Countertighten hexagon nuts to 6 — 8 Nm. 
Bend locking washer over the two hexagon 


nuts. ; 


1 = Link fork 4 = Drive hub 
2 = Sliding block 5 = Split pin 
3 = Bearing pin’ 


Insert sliding block into guide of the 
bearing pin. 

Hook fulcrum lever into aiaiine block 
(illustration a). 

Insert plain washers between drive hub 

and strap, and guide axle into the strap 
Push plain washer on to the axle and secure 
axle with split ‘pin a b), 
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= Guide block 2 = Fulcrum lever 


Position swivelling lever onto the universal 
joint shafts per tuetha tion a, arrows), 


Mount governor ccver, positioning the 

control lever vertical, and insert the 

longer part of the guide block, standing 

upright pointing upwards, into the fulcrum lever... 


governor housing. 
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| 
Note! 
Use a new seal between governor cover and 


Locate both swivelling levers on to the 
housing bores wath the aid of a drift punch 
(5 mm diameter ) (illustration a), 


Insert straight pin through a housing bore 
and in this’ way lock the swivelling 
levers, In the process, the drift punch is 
pushed out (illustration b). 
Afterwards, slightly tighten governor cover 
with fastening screws (illustration b, arrows) 
: | 


Tighten fastening screws, 


1 = Fuli~load stop 


2 = Closing cover 


Mount closing cover (1) and full-load stop (2) 


P pump, 7100 Series, illustration b. 
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Mount oval-head screws with new flat flange 
gaskets, 
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Mount manifo.d-pressure compensator, When doing this, 
use a new flat flange gasket (illustration a). 


Mount closing cover. When doing this use a new flat 
flange gasket (illustration b). 
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P pumps of the 7100 Serics 


Mount manifold-press. compen, with new flat flange gasket, 


Check camshaft compartment , ‘spring compartment 
and governor compar tment for leaks. 


Complete assembly of injection Pump. 

Direct the compressed oir required for the 
leckage test at a suitable position (e.g, oil 
check bore) to the camshaft: compartment 

of the pump. 

Immerse injection pump vertically into the 
test bath, 


Test duration and test pressure: 
~7 minutes at 1.5 bar, then’ 
~1 minute:at 0.5 bar. 


Afterwords, determine py means of a visual 
examination whether sealing'surfaces, connections, 
sealing rings, and end’ covers on the houbing 
and cover: are leak— tight. 


Air Bubbles are not permitted, 


In order to prevent any irration to the 
skin, grease up your hands beforehand with 
a protective hand creain and wash them with 
soap and water after compet ten of the test. 


